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IRDEX TO VOLUME 66 


JANUARY TO JUNE, INCLUSIVE 


The. various articles are indexed under the 
author and subject. Abbreviations used in this 
index are: Ja, January; F, February; Mr, March; 
Ap, April; My, May; J, June; (Ed.), Editorial; 
(S.H.F.), Small Hospital Forum, and (S.H.Q.), 
Small Hospital Questions. 


Pictiacns: See Safety 
Accounting: See Finances 
Administration, accounting serves four 

purposes, O. Guenther... y 73 
added word to small hospitals._.......... ncn G2 
administrative capsules, E. M. Blue- 

F 90, Ap 64, My 53, J 81 
“almost open”’ staff with close control, 

K. Roberts salt 72 
appointment priorities, J. F. Crane... _.Ap 45 
but what about maximum standards, 

By Wee Wi eer Ap 50 
cited as modern Nightingale Sn a 
civilian hospitals look fine, G. F. 

Stephens._........ .F 60 
color scheme for comfort of convalescent, 

86 


90 
department heads have their own ay 
A. L. Y. Ward... -Mr 87 
dilemma of medical ‘social “work, “D. 


doors to administration are all too nar- 
row, J. W. Rankin J 
dual authority in hospital (S.H.Q.).......... F 
doctors as directors, W. R. Feasby 
early to rise after major surgery, A. B. 
McGraw... J 
education for, ‘Sr. “Loretto Bernard... _Mr 
foot in door, J. F. Crane... 0.22... __My 
good boss (Ed.) ..00..020000.. ooo eceeeeeee eee Ap 
hospital library turns ean F. W. 


keeping pace with progress (Ed.)_....... 
let’s go back to basic principles, T. J. 
Curphey... Ereor ee eeee Ae hee 
let them tell you (Ed. y 
memo to non-writing re vaders, R. M. 
Cunningham Jr... ati ott ee 2 nena Ap 
methods of measuring « qu: ality ‘of nursing 
eare, K. O. Taylor.......... Ap 52, My 59, J 
modern hospital administrator, A. B. 
a ee Sete J 
objective method of rating house officers, 
L. J. Wade and M. A. Stock... My 
orders should be written (S.H.Q.).........My 
physical and occupational therapy, 


quiet please, W. W. Bauer.__................... Ja 
reorganizing nation’s hospitals, H. J. 
Grimmer Jr... Ap 
standardized technics serve ioamtin best, 
J. C. Doane... Ja 
ten steps toward better care » for parce 
atric patients, G. H. Preston... ...Mr 
they will visit sick... 0.0.0.0... nae My 
when adoption is in que stion, D. E. 
2 ee Ee ee enn ee My 
See also Personnel Administration 
Admissions and Discharges, hospital ad- 
missions and bed capacity increased in 
OT ae eR My 
it’s time to take stock of small ous 
A. Dunks.......1............ RR Monae IES 
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ADMISSIONS AND DISCHARGES (cont.) 
venereal disease control, J. R. Heller Jr. 


Aged: See Geriatrics 

Air Raids: See War Activities 

Akron City Hospital, Akron, Ohio, they’ll 
retire in comfort ..Mr 

Albany Hospital, Albany, N. Y., publicis- 
ing hospital needs Mr 

Albrecht and Wilhelm: See Lincke, E. J., 
jt. auth. 

Alcoholism, 
Marn EY 9 ORR eee E ae REN re 

Alexandria Hospital, Alexandria, Va., 
courtesy privileges for Negro physi- 
cians, R. G. Whitton 

Allbritton, Mildred, Forecast on foods: 
frozen and dehydrated (symposium) 








aleoholics anonymous, M. 


Altmeyer, Arthur J., and Mannix, John R., 
Should America have compulsory 


Ambulance Raveiad, air ambulance has 
OI RO MOI oc i a ose cnc citalacscc 
ambulance calls....._. Pah aes bak at Fenn Ap 

flying ambulance serves ~ patients of 
prairie, C. Smith.. : 

Anderson, Charles J., With prevention in 





Annual Reports: See Public Relations 


‘ Associations and Organizations, A.M.A. 


establishes agency to coordinate vol- 
untary medical prepayment plans 

Endres is named president-elect of Ohio 
hospital group 

greater New York group votes to estab- 
lish public relations office 

Hawaii association elects new officers 


Illinois hospital group discusses integra- 
tion of services, state survey. 

incorporation papers granted to A.M.A. 
medical care group.................2...--200--+- My 

Methodist association urged to analyze 
federal health projects... .Mr 

New England Assembly bears “Carter 
discuss rising cost of hospital care 

New Jersey group talks about personnel, 
trustee relations.....000000.0000200 00. eeeeeeeeee eee J 

Norby president-elect of Wisconsin asso- 
ciation 

nurses present personnel measures at 
Iowa meeting 

officers elected at recent meetings 

personnel is major topic at Pennsylvania 
meeting 

Russell Nye named president-elect of 
Texas hospital group 

Shriners launch program to aid crippled 
OMNI OEE 8 sls ns, oe 

that trustees may learn (Ed.)__..0..02000000.... J 

“third party plan” for veterans’ care 
approved by A.H.A. mid-year confer- 


thousands attend hospital meetings— 
tri-state, western, midwest, south- 
| EE an Se Sots See J 
zone of chaos (Ed. | SSS Ena ate eee J 
Arakelian, Peter, Aptitude tests put right 
man into right job 
Army Hospitals: See Government Hos- 
pitals 
Asepsis, protection of paper masks (S.H.Q.) 
39 
Autopsy: See Necropsy 
Axelbank, Louis, Let’s ~ rid of ice 
nuisance... 2... ..My 120, J 108 


Babies: See Nurseries, Pediatrics 

Bachmeyer, Arthur C., Added word to 
small hospitals 

Bailey, Norman D., Industry and hospitals 
have similar aims 


Barach, Alvan L., Garthwaite, Bettina, 
and Soroka, Max, For inhalation of 
penicillin aerosol 

Bauer, W. W., Quiet please 

Bergman, Sidney M., Life begins in safety 
in this remodeled nursery 

Bertrand, Sr. M., New Trinity hospital....Ja 

Bills: See Finances 

Bisel, Fred F., No slips in safety program 








Black, ‘Rita E., Forecast on foods: frozen 
and dehydrated (symposium) 

Blake, Edgar Jr., Plan for financing our 
nursing school 

Blankets, washing F 

Blood and Blood Therapy, transfusion 
clinic for out-patients, P. H. Koteen 
and C. H. Smith 











Blue Cross Plans, Blue Cross blues (Ed.)..My. 


Blue Cross directors discuss methods we 
payment to hospitals 

collections do them credit (S.H.F.)........ 

fifteen Michigan hospitals announce 
withdrawal from 

goes to towns, H. P. Redd 

it’s their Blue Cross, J. E. Stuart 

membership reaches 21,500,000 during 
first quarter 

need veteran members, T. Manley 

payments (Ed.)... 

save that principle! | 125 5) ee ee J 

should America have compulsory health 
insurance, A. J. Altmeyer and J. R. 








Ja 
sidestep (S.H. Q. | Ea Aer ee F 
35 per cent increase charged ‘to “sub- 
scribers of Michigan..........................-- My 
3,487,007 new members gained during 





we need Blue Cross, H. C. Ries............... 
See also Social Security 
Bluestone, E. M., Administrative capsules 
F 90, Ap 64, My 53, J = 
Let’s look at record 
Who goes there? . 0... ...........--c-ceseceeeceneeoee Ap 64 
Book Reviews, Alexander, Edythe Louise, 
Operating Room Technique... .....Ap 180 
Roswell, Charles G., Accounting, ‘Statis- 
tics and Business Office Procedures for 
pC ee Eanes Ap 178 
Russell, William Logie, New York 
Hospital, History of Psychiatric 
180 
Ward, Mary Jane, Snake Pit.. aos 174 
Wright, Frank L., Jr., editor, Handbook 
for Psychiatric Aides 
Bradford Hospital, Bradford, Pa., young- 
sters contribute, too.. 
Breakage, who pays for? 


mE? 
(S.H. Q. a saoed 
Brown, Col. Harry E., Handling veterans 
under contract 
Brown, Nellie G., Two beds add up to 
many problems... mS os ...My 


Budgets: See Finances. 
Building Maintenance, Mr. 
break, H. G. Fritz... a 
no slips in safety program, F. F. Bisel... 
with prevention in mind, C. J. Anderson 


Fixit gets 


See also Designs and Plans 

Burk, Marguerite C.: See Cavin, J. P., 
jt. auth. 

Burlage, Henry M., G.I. 
pharmacy 

Burrell, Howard, Legal hazards of inade- 
quate hospital records...........0............-- Mr 

Business Management: See Finances 


and hospital 


Cosas Nurse Corps: See Nursing and 
Nurses 

Cafeteria: See Food and Food Service 

Cahn, Marion, Three-cornered service......Mr 83 

Carr, Wells, Are you good employe?............ F 88 








Carroll, J. Roy, Jr.: See Grisdale, John T., 


jt. auth. 

Carter, Howard A.: See Coulter, John S., 
jt. auth. 

Cavin, J. P., and Burk, Marguerite C., 
Food prospects for 1946.___.................. F 


Cedars of Lebanon Hospital, Los Angeles, 
picketed by members of nurses’ union 
Sees My 
Central Supply, for 75 beds (S. oN eens J 


Chaplains: See Religion 

Charges: See Finances 

Children, it all centers on children, M. 
Cooperstock.......... ey 

transfusion clinic for out- ~patients, Pp. H. 

Koteen and C. H. Smith_._.....-.--... J 

Children’s Hospital, Buffalo, N. Y., how 
Buffalo fought “‘polio’’__.. Ja 

Children’s Hospital of the East ‘Bay, “Oak- 
land, Calif., hospital on air........0........J 


Christmas: See Public Rel ations 
Chronic Disease, from patient’s point of 
view, E. McClurkin.............................Ja 
treatment of diabetics, E. P. Joslin_.......Ja 
who will help chronically ill? M. Sher- 
man. dante ....Ap 
Clergy: See Religion 
Clinics: See Out-Patient Department 
Color and Color Therapy, color scheme for 
comfort of convalescent, H. Hyman...Ap 
Communicable Diseases, isolation in gen- 
eral hospital (S.H.Q.).. .Mr 
venereal disease control, iy R. Heller Jr. 
5 naar a Soacaeee | 
Competitions, Christianity and democracy 
parallel roads to help for mentaly ill, 
K. R. Eissler... 
mediocrity is charge against ‘psy chiatric 
hospitals, M. Lozoff and M. M. Lozoff 


SR et eee See Ap 
Conemaugh V ‘alley Memorial Hospital, 
Johnstown, Pa., Mr. Fixit gets break, 
YO) |: eat x cena J 
Conservation: See Economies 
Construction, best flooring materials 


(5:05)... : : Baewro.  | 


emphasis is on “ ‘pre,’ A. N. Kae..........Ap 
Navy hospitals underground, L. W. 
TO a : na ay 
small hospitals are on way..... ; .F 
this construction authorized under or 
VHP-1, E. A. Cross........... ..... My 


Veterans Administration launches $448, - 
000,000 hospital building program Mr 
See also Designs and Plans 


Contests: See Competitions 
Convalescence, aged get well, too, H. 
nymen... ae 
early to rise after major surgery, ‘- B. 
McGraw.......... ue | 
what shall patient read? M. F. Mason....F 


Conventions: See Associations and Or- 
ganizations 

Cook County Hospital School of Nursing, 
Chicago, recruiting, war tempo.____._....F 

Cooperstock, Moses, It all centers on 
Ee es eee ee 

Coordination: See Regionalization 

Costs: See Finances 

Cotter, Charles J.: 
jt. auth. 

Coulter, John S., and Carter, Howard A., 
How to bring benefits of physical 
medicine to small town...................-...... 

Crane, John F., Appointment priorities 


See Landé, Kurt E., 


Don’t add injury to insult of disease. 
Inspections are worth effort... : we 
Credits and Collections: See Finances 





Cross, Eva Adams, This construction 
authorized under VHP-1............ ..... My 

Cunningham, Robert M., Jr., Memo to 
non-writing readers..............................4 Ap 

Curphey, Theo J., Let’s go back to ‘basic 
principles canoer de ae! | 


DS Pieiins: T. F., Rudig, D. M., Fishbein, 
W. I., To control air-borne infection 
My 


Davis, George L., Courtesy smooths 
Eee ee Ss Wee | 
Deaconess Hospital, St. Louis, among 
guests were : My 
Dentistry, operating denta il service... Ja 
Designs and Plans, Are sun _ parlors 
needed? (S.H.Q.)........ : ee: |» 
contemporary planning down under, 
A. G. Stephenson......... inner J 
Crystal ball (Ed.)........... ‘ : Jase 
democratic designing... eee oe” 
emphasis is on “‘pre,’”’ A. N. Kiff_...........Ap 
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DESIGNS AND PLANs (cont.) 
1500 beds: multistory favored for large 





hospital, T. F. Ellerbe....-..........-..... Mr 52 

health center: on for rural needs, 

J. R. MeGibony... mr SY 

health centers come “out “of “cellar, H. 

nn ERTS ES eee Se crear My 63 

how to bring benefits of physical medi- 

cine to small town, J. S. Coulter and 

Be a eee 64 

how wide is door? (S.H.Q.)....0............Mr 39 
life begins ~ safety in this remodeled 

nursery, M. Bergman.....__................d Ja 48 

modern ed center, R. J. Neutra. -F 46 
new Trinity hospital, Sr. M. Bertrand..Ja 64 
new wing: function dictates modern lay- 
out, C. A. Erikson........... .Mr 63 
nicest nurses’ home per r cubic foot, E. J. 

Lincke and Albrecht and Wilhelm...Ap 57 
Northwestern University plans to expand 
small hospital: 40 beds; expansion to 

60.. : : A Sree See 

trends in planning: bros ander service— 

greater centralization, E.T. Wheeler.Mr 44 

two beds add up to many problems, 

(symposium)....... : My 54 

voluntary hospital ‘looks to future, 

T. Parran.......... ’ ae Te 
Dietetics: See Food ‘and Food Service 
Dietitians, job combinations (S.H.Q.).....Ap 39 

See also Food and Food Service 
Doane, Joseph C., Examinations by x-ray 
Standardized technics serve ane 
best... we, Bl 
Dougan, Grace, Menus for June 1946. ieee My 118 
Drugs: See Me dicine and Pharmacy 
Dunks, Abbie, It’s time to take stock of 

small hospitals........ a “we 
Dunn, Mary J., Nurses ‘need “personnel 

Se Wi oe OBS 
Tcsesilite efficiency and economy 

should determine nursing needs, 

oa BC, ean ee eens ee eta Ja 61 
Education and Training, A.C.S. issues list 

of approved programs of ceases 

training... is ...Ja 138 

doors to administration ¢ are ° all too. nar- 

row, J. W. Rankin... a Ba. Fd 

education for administration, Sr. ‘Loretto 

Se AEE ee ee Mr 78 

education while they wait, E. M. Ferber 

LA ene eae coe ens RE Ap 63 

G.I. and hospital “pharmacy, H. M. 
Bunage............. ot. 
health forums are popular... eee | 8 
how to lead conference............-...-..--...-.... J 104 
how to teach attendants (S. H. Q. i 0a BO 
Hurley takes lead... nea i 4 
modern hospital administrator, A. B. 

ESE cate mene : J 69 
new venture in nurse » education, N. W. 

Rs ae ee ek 

nurses need personnel training, too, 

OD fo ene eee eres Mr 85 

objective method of rating house officers, 

L. J. Wade and M. A. Stock............My 85 

operating nursing school when Cadet 

Corps closes, J. M. Roberts............... F 72 

physician, educate thyself! S. Soskin.....F 55 
Provident Hospital will establish center 

for medical training.......................... ._F 148 

psychology applied to selection of stu- 

dents, E. M. Westburgh...... J 80 

shape of things to come? (Ed.)................Ja 42 
teaching infant care to mothers, D. Pren- 

Ree orate ee ee A ..F 62 

trustee training, two-way street (S.H. F. ).F 91 
Egleston, Henrietta, Hospital for Children, 
Atlanta, Ga., “never underestimate 
es CaP REO Ae Oe Mr 6 
Eissler, Kurt R., Christianity and demoe- 

racy parallel roads to help for men- 

tally ill. - Ja 43 
Electroencephalography, hope fore pile optic sF 110 

progress in neurology.................... Rts F 108 
Elierbe, Thomas F., 1500 beds: multi- 

story favored for large hospital........Mr 52 
Ellis, Fred W., Study of streptomycin _Mr 104 
Emergencies, assigning emergency work 

(2 7 Ls, REE aes ..Ap 39 

how Shadyside prepared to meet t disaster 
Endowments: See Finances 
Entertainment: See Recreation 
Equipment, bactericidal lamps........... ......Ja 39 
hand magnet is still needed__. eee ee 


EQuIpMENT (cont.) 


\ 
how to bring benefits of physical medi- 
cine to small town, J. S. Coulter and 





H. A. Carter... pesneausieat sae 
marking silverware ‘Ss. H. Q. ys ee 
protection of paper masks (S. H. Q. )......My 
receiving crib, L. Morgan.......................-. F 


rata INS 5 es 2 he Ja 
washing machine aids polio patients, 
M. K. Reynolds..._...... 
See also Building Maintenance; 
New for Hospitals 
Erikson, Carl A.; New wing: function dic- 
tates modern layout._._......................... Mr 
Two beds add up to many problems....) 
Ethics, medical (Ed.)._._................... 
question of (S.H.Q.).. 
shame! (Ed.).. = 
Evanston Hospital, ‘Ev anston, Ti, volun- 
teer activities........ .My 
Everitt, Frederica D., Forecast | on 1 foods: 
frozen and dehydrated (symposium)..Ja 
Eye Bank, sweeping clouds away................ Ja 


“What's 





FF carviow Park Hospital, Cleveland, keep- 
ing those volunteers.........................-....J3@ 

Faxon, Nathaniel W., New venture in 
nurse education... .Ap 

Feasby, W. R., Doctors as directors... Beg 

Federal Aid and Control: Govern- 
ment Aid and Control 

Federal Hospitals: See Government Hos- 





See 


pitals 
Fees: See Finances 
Felix, Robert H., Psychiatric hospital 
plays part in public health.......... eee F 
Ferber, Elizabeth M., Education while 
they wait... ost cD 
Fever Therapy, fee ‘for (S. H. Q. res eee 


Filley, H. C., Planning committee advances 
cause of rural health ...My 
Finances, accounting serves four purposes, 
O. Guenther 
after hours.. ? 
Are your figures based on facts? E. W. 
sones......::. 
Blue Cross payments (Ed. ~ 
collection agencies and law.............. 
collections do them credit (S.H.F.)... 
collector’s shop benefits small commu- 
nity hospital, E. K. Longley........ 
discounts for laboratory work (S. H. Q. ys ‘Ap 
fee for fever therapy (S.H.Q.).................F 
have you $480 idea?_.___.. 
how to bring benefits of physical medi- 
cine to small town, J. S. Coulter and 
H. A. Carter... ee Ee 
installments discouraged. : wees | 
let’s go back to basic principles, T.. J. 
Curghey. os ae 22 
operating nursing school whe -n Cadet 
Corps closes, J. M. Roberts........ ..F 
plan for financing our nursing school, 
E. Blake Jr......... ea 
question of month.... ee | 
right to refuse case (S. H. Q. Ss Be keel J 
Fire Protection: See Safety 
First Aid: See Emergencies 
Fishbein, W. I.: See Danforth, T. F., jt. 
auth. 
Fisher, Alan, Two beds add up to many 
“CL || ea Rae hae tee dese ey ae at My 
Fisher, Austin M., Let’s face labor prob- 





Floors, best flooring materials (S.H.Q. w = 
no slips in safety program, F. F. Bisel... Bos F 
See also Building Maintenance; Designs 

@nd Plans 
Flye, Mildred A., Menus for May 1946......Ap 
Food and Food Service, dishwashing tech- 
nics for cleanliness and safety..............My 
eliminating icebox odors (S.H.Q.)_.........Ja 
equipment preferred, E. W. Jones.........Ap 
essential ingredients of good cookery, 


A. Shircliffe......_. | 
food prospects for 1946, yi P. ‘Cavin and. 
RG RNR gt net a eS _F 


forecast on foods: frozen and dehy drated 


(symposium).. ep Sane one eee rca Ja 
help save food! (Ed. pe .My 
how to be good boss. .My 


leftovers make good mez als. Ah ai ....Ap 


menus for February 1946, G. Poland. vidi Ja 
menus for March 1946, M. Thomason....F 
menus for April 1946, P.,C. Toevs.......... Mr 
menus for May 1946, M. A. Flye.........Ap 
menus for June 1946, G. Dougan......... My 
menus for July 1946, M. Meyers..............J 
poultry has so many possibilities, K. 
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Foop AND Foop SErRvIcE (cont.) 
soft diets made appetizing, B. M. Smyers 


UE EA Sete, Nae ae ee eae ear Sent pcan ea Mr 
what’s cooking in electronics?.................. Ja 
when you enlarge recipes, O. M. H. 

CN aligns ee nn en meses Ja 
where do you stand on enrichment, M. 
pt | a ine eth ERP F 
Foreign Hospitals: See International Re- 
lations 
Francke, Don E., To control abuse of 


TS CL aS ee a eo Beat ee Pesos ORS ee J 
Frankel, Emil J., Treatment of tuberculous 

in New Jersey sanatoriums...............My 
Fritz, H. G., Mr. Fixit gets break................J 
Fuel: See Heating and Ventilating 


Fund Raising, break down barriers be- 
tween voluntary and county hsopitals 





one purse (Ed. ) aS 8 Dik ER re nd Mr 
youngsters contribute, too...... pelea NO J 
See also Finances; Publie Relations 


(sarthwaite, Bettina: See Barach, Alvan 
L., jt. auth. 

General Hospital of Guayaquil, Ecuador, 
reorganizing nation’s hsopitals, H. J. 
OSE ane an a Ap 

General Hospitals, isolation in general 
hhoepital’ (3:0. Q:) 2 anos ccs cescceeee Mr 

Geriatrics, aged get well, too, H. Hyman......F 

hospitals can help aged, J. R. McGibony 
SEEN 7 I ee See SE ee Re ESATO My 
Getting, Vlado A., As I see trustees._..........My 





Gifts: See Finances 

Gilbert, Dorothea, Dilemma of medical 
ROO WOM Scat Oe eA Rg Ja 

Golub, J. J.,-Pattern for complete service 
Pe AM Rete ee OR Ry OE RENE Ap 

Gombert, Evelyn M.s_ Efficiency and 
economy should determine nursing 
needs... eee | 


Gov ernment. “Aid “and ‘Control, announce 
permanent procedure for purchase of 
surplus property..............------.--------s-.-- Mr 

bill proposes federal commission for 
handicapped 
hospitals may apply for tuition costs for 
physician-veterans.._..................--......... Mr 
President urges expansion of health care, 
research and hospital construction._..... F 
should America have compulsory health 
insurance, A. J. Altmeyer and J. R. 


statewide contract for veterans effected 
by Michigan doctors.............................- Ja 
this construction authorized under 
VHP-1, E. A. Cross.............22.. .My 
Government Hospitals, — hospitals 
underground, R. Adm. L. W. Johnson 
BS Ee ROE A ee EN My 
ten steps toward better care for psychi- 
atric patients, G. H. Preston............ ..Mr 
Veterans Administration launches 
$448,000,000 hospital building pro- 
gram ..... _Mr 
V.A. sets its ‘sights, P. R. ‘Hawley... My 
Grimmer, Herman J., Jr., Reorganizing 
nation’s [Ecuador's] hospitals..._........../ Ap 
Grisdale, John T., and Carroll, J. Roy, Jr., 
small hospital: 40 beds; expansion to 
er NA Ss ee Rea ie Mr 
Group Hospitalization: See Blue Cross 
Plans 
Group Practice, clinic care at eiceinicia 
level, F. E. Wing... : ......Ap 
Guenther, Orville, Accounting | serves ‘four 
purposes...... RGM aoe MAR re tone My 


~ 


i W. A., Let’s make friends with 
funeral directors...............<-.<.....-..... My 

Hackley Hospital, Muskegon, Mich., new 
wing: function dictates modern layout, 
GR Mr 


Hahnemann Hospital, Philadelphia, ‘‘tar- 
get for néxt month’’... at 
Handicapped, chronic disease ‘from ‘pa- 


tient’s point of view, E. McClurkin......Ja 
rehabilitation is good investment, V. H. 





Vogel... ° ...Ap 
Harrington, “Joseph, ‘F uel - Vv ralue i in n exhaust 
steam.. noes fe ae 
Hathaway, “Starke R., “Multiphasic | ‘per- 
sonality inventory............................-..-4 Ap 
Hawley, Paul R., V. A. sets its sights........ My 
Hayt, Emanuel, When needle breaks..........Ja 
You may be held liable... Ap 
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Hewes....... My 62 

modern health center, R. J. Neutra........ F 46 
Health Insurance: See Prepayment Plans 
Health Programs, should America have 

compulsory health insurance, A. J. 

Altmeyer and J. R. Mannix... Ja 67 

statewide contract for veterans effected 

by Michigan Goctors........--------eeceeo--e-0-+ Ja 94 

they pool their resources for community 

health, E. Standing... My 92 

See also Public Health 
Heart Disease: See Cardiology 
Heating and Ventilating, fuel value in ex- 
Dee tt ee eae Ione F 122 
See also Building Maintenance; Designs 

and Plans 
Heffinger, Fred W., Hospital fibrary turns 

WT OLCGRIOUR oo ot a J 55 
Hehmann, Dorothy A., Wages and hours......J3. 59 
Heller, J. R., Jr., Venereal disease control 

IE Oe eee eee Ja 59 
Hewes, Harry, Health centers come out of 

cellar... ars: ._My 63 
Hiatt, Edwin P., “Determining “proper 

0) et ee ee ene pe Ja 106, F 104 
Hill, Frederick T., Careful selection stops 

SEG ENN as Se ns Ja 96 
Hillcrest Memorial Hospital, Tulsa, Okla., 

patients have their innings......... _Ap 6 
Hospital Council of St. Louis, council buys 

newspaper space.. 8 
Hospital Service Plans: ‘See ‘Blue “Cross 

Plans 
House Organs: See Public Relations; 

Personnel Administration 
Housekeeping, how to use DDT, A. Weed_Ja 120 

if housekeepers could have their way......Mr 124 
job combinations (S.H.Q.)..............-.------4 Ap 39 
Mr. Fixit gets break, H. G. Fritz.............. J 112 
oil keeps dust down.....................--. ee y 124 
shop talk with moral... 128 
washing blankets... Y 124 
when can we look for ‘linens?.. 124 
Hudgens, Robert, Merit evaluation.............. F 77 
Hunt, Eva F., Forecast on foods: frozen 

and dehydrated (symposium).............. Ja 116 
Huntington Memorial Hospital, Pasadena, 

Calif., volunteer activities.................. My 75 
Hurley Hospital, Flint, Mich., takes lead 

REE ESC: Met ee RNR cleat Oe Ap 4 
Hyman, Harry, Aged get well, too... ..-F 87 

Color scheme for comfort of conval- 

Se, | LOTT ee EE 
| Sena Rates: See Finances 
Industrial Medicine: See Medicine and 

Pharmacy; Public Health 
Infants: See Nurseries; Pediatrics 
Infection, oil keeps dust down.................... My 124 

to control air-borne, T. F. Danforth, 

D. M. Rudig, W. I. Fishbein.............. My 100 
Institutes: See Education and Training 
Insurance, sidestep (Ed.).. Park SRS 41 

See also Blue Cross Plans; “Prepayment 

Plans 
Interior Decoration, color scheme for com- 

fort of convalescent, H. Hyman........ Ap 86 

See also Color and Color Therapy 
International Relations, contemporary 
planning down under, A. G. Stephen- 

Nc 22s hon ec seceeeiuneoue 44 

Englishman looks at our mental health 

SOrvice, Fil’. MON Ys. o.oo cs scene 81 

reorganizing Ecuador’s hospitals ; 

ClPIREOe Uri. a Ap 83 
Interns and Residents, added word to 

small hospital’... 2...5c0sccc.-0-c.c2 schists Ja 52 

outlook on interns and residents, H. C 
RR a a AR Foe SO Ja 52 
See also Education and Training 
Inventories: See Storerooms 
oe L. W., It could happen to you............ Ap 43 
Johnson, Lucius W., Navy hospitals un- 

CT Lecce aS eRe SERLTS My 69 
Jones, Everett W., Are your figures based 

MRR ROISUR eno eet Se ee F 96 

Centralized v. decentralized scenes 
tion systems... pied -Mr 120 
Food service equipment preferred... Soe. Ap 112 
Joslin, Elliott P., Treatment of diabetics...Ja 100 

K anter Hospital, Rochester, Minn., 1500 

beds: multistory favored for large 

hospital, T. F. Ellerbe.o 2.222222... Mr 52 
Kelly, T. Fitzroy, Englishman looks at our 

mental health service................-.-----.-- Mr 81 


Koff, Aaron Nathan, Emphasis is on 











‘*pre”’ : Ap 
King, Florence, But what about maximum 
standards.............. Ap 
Kirstein, Melvin B., It’s great to be 
back, but... 
Knickerbocker Hospital, “New York City 
it started. tt tent... 2:2... 2. J 


Koteen, Phyllis H., and Smith, Carl H., 
Transfusion clinic for out-patients......... J 


| Kurt E., and Cotter, Charles J., 
Problems in pathology.................--.----- Mr 

Landscaping: See Gardens 

Laundries, three-cornered service, M. 
DLT se CS, Sep INNE ae ACL Oe Mr 

See also Linens 

Lawson, Douglas E., When adoption is in 
question........... My 

Legal Decisions, legal hazards of inade- 











quate hospital records, H. Burrell_...Mr 
Pecora enjoins hospital strikers.__.... me 
right to refuse case (S.H.Q.)......2220.00...------ J 
when is nurse liable? (S.H.Q.)_............... Mr 
when needle breaks, E. Hayt..... ae 
you may be held liable, E. Hayt... iz 


Legislation, act now for good law! (Ed. y.2 
democracy, free style (Ed.)...................-.... “* 
no answer (Ed.) My 
Parran, Smelzer, Fleming testify at hos- 

pital cogestruction bill hearings.........Ap 
provisions of health insurance bill ‘hotly 
argued at Senate hearings.................. My 
Senate approves S. 191, federal aid bill 
for hospital construction...................... Ja 
Taft, Ball and Smith introduce new na- 
tional health Dill... ................cccoceeees-oes J 
where do you stand on enrichment, 
M. Whitcomb.... 
you boys know each other? (Ed.).......... My 

Leigh, Emily, Forecast on foods: frozen 

and dehydrated (symposium).............. Ja 

Leo N. Levi Memorial Hospital, Hot 
Springs, Ark., [Regina Kaplan] cited 

as modern Nightingale._........-............... F 











Liability: See Insurance; Legal Decisions 

Libraries, hospital library turns profes- 
sional, F. W. Heffinger.................-......--.. J 
library comes to patient, K. E. Muff.....Ap 
library is added lure____....-....-.... J 

no library is too smal) to be cataloged, 
RM los cua a acai “ 


what shall patient read? M. F. Mason......F 
See also Medical Records 
Lincke, E. J., and Albrecht and Wilhelm, 
Nicest nurses’ home per cubic foot....Ap 
washing blankete... F 
Long Term Illness: See Chronic Disease 
Longley, E. K., Collector’s shop benefits 


small community hospital.........0000......... F 
Loretto Bernard, Sr., Education for admin- 

istration... pon 
Lowe, Bishop Titus, Prayer ‘of. apprecia- 

tion.. ENE Seen Sree en ae My 


Lozoff, Marjorie Morse: See Lozoff, Mil- 


ton, jt. auth. 


Lozoff, Milton, and Lozoff, Marjorie 
Morse, Mediocrity is charge against 
psychiatric hospitals... Ap 

Lueth, Harold C., Coming trends in 
SUICRNOTU OO it che tnd Ap 

Outlook on interns and residents......... eee 


Lutheran Home for Orphans and Aged, 
Germantown, Pa., singing in twilight..F 


Meactachlan, Mabel M., Forecast on 
foods: frozen and dehydrated (sym- 


Magee Hospital, Elizabeth Steel, Pitts- 
burgh, medical records—viva voce, 


SE ae | Ra een een Ap 
Manley, Thomas, Blue Cross Plans need 
veteran members....................--22--22--20--000+ a 
Mann, Marty, Alcoholics anonymous.......... Ja 
Mannix, John R.: See Altmeyer, Arthur 
J., jt. auth. 
Manuals, Menninger takes steps..............My 
required reading (Ed.).......-0.-.2e eo... Mr 


Martin, Albert, Bed rest in tuberculosis ...... Ja 
Mason, Mary Frank, What shall patient 
LS gee Ne a ee eeenieee Br aes eae Osan, 
Massillon City Hospital, Massillon, Ohio, 
washing UisnNete.. 2 F 
Maternity Care, better hospital care aids 


in reducing infant-maternal deaths......F 
ANTONI NAM oo ee F 
teaching infant care to mothers, D. Pren- 
tice... 
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Maxim, Marion A., and Stolz, Louise F., 


Red Cross recreation service............. Mr 75 
McClurkin, Eleanor, Chronic disease from 

patient’s point of view__.. Ja 83 
McGibony, J. R.; Health center: designed 

for rural neods te _Mr 57 

Hospitals can help aged....._.. ae _My 91 
McGraw, Arthur B., Early to rise after 
major surgery._............... 5 282 
Medical Education: See Education and 
Training 
Medical Records, extracting (S.H.Q.)........J 39 
incomplete charts (S.H.Q.).. ; Ja 39 
legal hazards of inadequ ate hospital 

records, H. Burrell....__.. .....Mr 70 
let’s look at record, E. M. Bluestone__Mr 96 
must be recorded (S.H.Q.) My 39 
viva voce, J. J. Turnbull... -Ap 87 
you may be held liable, EF. Hayt...........Ap 77 

Medical Service Plans: See Prepayment 

Plans 

Medical Staff, “almost open”’ staff with 

close control, K. Roberts..................... .F 79 
assigning emergency work (S.H.Q.)......Ap 39 
courtesy privileges for — physicians, 

R. G. Whitton.. ge wows, Ce | 
providing tools (S. H. Q. ). cae a a 
question of ethics (S.H.Q. ee: ee ee 
question of month................ 2. My 98 
when doctors are recalcitrant (S.H.Q.).Ap 39 

Medicine and Pharmacy, bed rest in tuber- 

culosis, A. Martin... _Ja 102 

coming trends in medical care, H. C. 
- Lueth... Ap 100 
danger in syringes....... J 98 
determining proper “dosage, “E. P. Hiatt. 
REDLINE SES OE ee Peete eee ._Ja 106, F 104 
electron microscope...... .....Mr 108 
embryonic induction, C. ‘D. Van Cleave 

CEE ie Tee oO A ......My 104 
estrogenic hormone, E. C. Pliske. .....Ap 104 
fly control with DDT.. Peer fe | 
for inhalation of penicillin aerosol, A. L. 

Barach, B. Garthwaite and M. Soroka 

Ie eR te 8 F 100 
hope for epileptics ‘ea a ae _F 110 
isopropyl alcohol as disinfectant, W. R. 

LS EERSTE Sasi oeeereeean shikai J 90 
neutralizes effect of histamine... My 108 
of ene Ap 110 
problems in ere K. E. Landé and 

C. J. Cotter... ae scaceesa Ot 800 
rats display CRT ae ee 
rayon for dressings... es Benkiee chk wat 88 
rooting out trichinosis... = Cee | 
study of streptomycin, F. Ww. ‘Ellis. .........Mr 104 
to control air-borne infection, T. F. 

Danforth, D. M. Rudig, W. I. Fish-. 

2 Se ee a ener ~~ 100 
treatment of diabetics, E. P. Joslin... Ja 100 
OS EE OE eo “My 108 

Memorial Hospital, ieenncanines Va., 

thanks for service................... _My 4 

Menninger Sanitarium, Topeka, | “Kan., 
2 RES See are Meee My 4 
Mental Disease, you'll be glad to know 

717A... oe AC lee Ap 8 

See also Psy chiatry 
Mental Disease Hospitals, Englishman 

looks at our mental health: service, 

sy ER REE SESS -_Mr 81 
if I am ever mentally ill again, L. Wen- 

dell... Fa lacie ee Oe 
psychiatric hospital plays part in public 

J yp) Eee F 67 
standards for psychiatric hospitals and 

out-patient cliniey M. A. Tarumianz....J. 75 

Menus: See Food and Food Service 
Methodist Hospital, New York City, needs 
tb: ESS nee ee eae? J 6 
Methodist Hospital School ‘of Nursing, 
Houston, Tex.,operating nursing school 
when Cadet Corps closes, J.M. RobertsF 72 
Meyers, Marguerite, Menus for July 1946....J 106 
Middlesex Hospital, London, receiving 
crib, L. Morgan... 81 
Mills, Alden B., Modern hospital ‘adminis- 
I seis = ae See fs 
Milwaukee County General Hospital, 
Wauwatosa, Wis., Milwaukee county 
board investigates charges made by 
interns, residents........20... Ja 126 
Modern Hospital pictures....... J 78 
Montefiore Hospit al, Pittsburgh, ‘life begins 

in safety in this remodeled nursery, 

S. M. Bergman... : Ja 48 
Moore, James E., Some play with her or - work 

makes Jill better nurse... Ap 68 
Morgan, Louise, Receiving crib_................. F 8g1 
Mosher Memorial, Albany Hospital, Al- 

bany, N. Y., efficiency and economy 

should determine nursing needs, E. M. 

* 8 TEE Aarne: ete | ee | | 

Vi 


Motion Pictures, movies by prescription 


© SES RER IE ROR, Seer Ak eae ie Sea nee F 6 
Mott, Frederick D., action now aise 

better rural health... Ap §=88 
Mount Sinai Hospital, mca health 

forums are popular.___....__.. a 8 
Muff, Katherine E., Library comes to pa- 

tient... -Ap 70 


Nolibrary i: is : too ‘small to ‘be cataloged... _My 86 


 —— See Medicine and Pharmacy 
National Sanitation Foundation, Michigan 
State College, dishwashing technics for 
cleanliness and safety................ ....My 114 
Navy Hospitals: See Government Hos- 


pitals 
Necropsy, let’s make friends with funeral 
directors, W. A. Hacker........... -My 70 
Negroes, courtesy privileges for “Negro 
physicians, R. G. Whitton..................Mr 84 


Nervous and Mental Hospitals: See Men- 
tal Disease Hospitals 

Neurology and Psychiatry: 
atry 

Neutra, Richard J., Modern Health center 

New Haven Hospital, New Haven, Conn., 
aptitude tests put right man into right 


See Psychi- 


OS gp SEE eee eee Ja 79 
Niles, Kathryn, Poultry has so many pos- 
sibilities....... Beef STE ee eee Mr 112 


Northern Michigan Children’s Clinic, it 
all centers on children, M. Cooper- 
0 On EE ee oe ee SOE .My 76 
Northrop, Mary W., Forecast on foods: 
frozen and dehydrated (symposium) 


A a ine anon Pts ee .....Ja 116 
Northwestern University, plans to ‘expand 

ey Nahe gle ee BARE OAT be A a Ap 67 
Norwegian- American Hospital, Inc., Chi- 


cago, some play with her work makes 


Jill better nurse, J. E. Moore.-.........../ Ap 68 
Nurseries, can student nurses be trusted? 
Lo | 1; SEER ee Mee ee ene ee: Mr 39 
life begins in safety in this remodeled 
nursery, S. M. Bergman................. ee Ja 48 
receiving crib, L. Morgan........ aie ee F 81 
three-cornered service, M. Cahn............ Mr 83 


See also Pediatries 
Nursing and Nurses, efficiency and econ- 
omy should determine nursing needs, 





Ee Se Cae oe ee ee 61 
for better staff meetings (S.H.Q.)... 39 
for more effective nursing (Ed.)._........../ Ap 42 


methods of measuring quality of nursing 
eare, K. O. Taylor........ Ap 52, My 59, J 62 
new venture in nurse education, N. W. 
Faxon.. 4 -Ap 51 
nicest nurses’ ’ home. per “cubic foot, ‘E. a4 
Lincke and Albrecht and Wilhelm...Ap 57 
nurses need personnel training, too, M. J. 


LL | ee ee eS. Mr 85 
operating nursing school when Cadet 
Corps closes, J. M. Roberts.................F 72 


orders should be written (S.H.Q.)......My 39 
plan for financing our nursing school, 





E. Blake Jr....... Rete eas ee Le ee F 58 
psychology applied to selection of stu- 
dents, E. M. Westburgh.......................J > 80 
recruiting, war tempo.....................---..---.-- F 6 
some play with her work makes Jill 
better nurse, J. E. Moore..................../ Ap 68 
two kinds of nurses? (Ed.)..__...... .Mr 42 
when is nurse liable? (S.H.Q.)................ Mr 39 
Nutrition: See Food and Food Service; 
Dietitians 


) See Maternity Care; Mater- 

nity Department 
Occupancy Chart.. 

Ja 170, F 170, Mr 178, “Ap 182, “My 176, J 158 
Occupational Therapy, physical and occu- 


pational therapy, W. B. Snow........ ee 
recent developments in, G. Pattee........... F 84 
Ophthalmology, hand magnet is still 
needed... EEE en ee F 106 
Organization: See Administration 


Gut-Patient Department, clinic care at 
semiprivate level, F. E. Wing............../ Ap 78 
dilemma of medical social work, D. Gil- 
Se ESSE eae Re eee Ja 57 
health education... .-.--ss-ses-eseosees0------ F 108 
multiphasic personality inventory, S. R. 
Ee ee ene. Ap 65 
transfusion clinic for out- -patients, gh Bs 
Koteen and C. H. Smith....................... J 57 


— Thomas, Voluntary hospital 


SAIS NUN a Mr 73 
Patients, it could happen to you, L. W. 
oS EAE EE re A 


PATIENTS (cont.) 


quiet please, W. W. Bauer... ee. me 
safeguarding valuables (S.H.Q.)...........My 39 
Pattee, Gladys, Recent developments in 
occupational therapy..-.........00..-. F 84 
Penicillin: See Medicine and Pharmacy 


Pennsylvania Hospital, Philadelphia, psy- 
chology applied to selection of stu- 
dents, E. M. .Westburgh... Fee See J 80 

Pension Plans, they'll retire in comfort.....Mr 

See also Personnel Administration 

People in: Phetwres......- o-oo nescence My 83 

Peoria Municipal Tuberculosis Sanitarium, 
Peoria, Ill., general hospitals join 
fight, M. Pollak... Ap 75 

Personnel, are you good ‘employe? 2 W. Carr. F 88 

Personnel Administration, among guests 


a OIE ER ENDED -_My 8 
aptitude tests put right man into right 

job, P. Arakelian....... we 76 
careful selection stops “staff troubles,” 

Pe es | eee tserre eee Ja 96 
Cedars of Lebanon picketed by members 

of nurses’ union... ..My 132 
duties of technician (S.H.Q.).......--......- F 39 
Emergency Hospital signs union con- 

i eS Re ee bes 
employes’ rights (S. H.q.).. secacatjusthele ane 
gratitude (Ed.)_ ete a 
health forums are popular... Roe a J 8 
high labor turnover (S.H.Q.)............ Mr 39 
hospital! veterans—welcome home!........ Mr 8s2 
hospitals, take note.__.....0..000....2 ee My 4 
how to be good boss............................... My 112 
how to lead conference... J 104 
industry and hospitals have similar aims, 

i 0D ROW css Fn Ap 80 
it works both ways (Ed. Bie tern ol ENE Ja 41 
job combinations (S.H.Q.).....00002.000002..2d Ap 39 


let’s face labor problem, A. M. Fisher...... F 43 
let’s go back to basic principles, T. J. 











On a ee en OTE ea RIS eas Ja 87 
Menninger takes steps.........--..--- My 4 
merit evaluation, R. Htidgens..._. ek eg 
eG ~" e ae Ja 42 
on reemploying veterans (S.H.Q.).......... My 39 
pathologist’s percentage (S.H.Q.).......... Ja 39 
Pecora enjoins hospital strikers.............. a 93 
preventing occupational TB...............0..... J 96 
question of month _F 98, Mr 98 
SLL Rep ee ES an aoe | ie | 
TTL AS (22) Ge ISON eS eee aN thee ee eae _Mr 41 
staff should approve 39 
thenks for Service..........-..........:.-2... -N 4 
they’ll retire in comfort__......2220022...... Mr 8 
time clocks and morale (S.H.Q.)............ Ap 39 
united we stand (éd.)..°- 2.000... S 42 
wages and hours, D. A. Hehmann............ J 59 

Pfirman, Howard S., Operating dental 
ef Le, ee Raa see EE EE RSE ia cieeetote eS Ja 89 
Pharmacy and Pharmacists, G.I. and 

hospital pharmacy, H. M. Burlage._..Ja 104 
to control abuse of internships, D. E. 

ARS EEE RSE Dee ky Omnis kok “Ud ONO JE J 92 
See also Medicine and Pharmacy 

Physical Medicine, how to bring benefits of 

physical medicine to small town, J. S. 

Coulter and H. A. Carter....0000000.0.00000... F 64 
physical and _ occupational therapy, 

SRS ROMO Sc eS es J 65 

Planning: See Designs and Plans 
Plant Operation, centralized v. decentral- 

ized refrigeration system, E. W. 

YL... teen RE OS eR ene ARE mE LEO Per Mr 120 
let’s get rid of ice nuisance, L. Axel- 

bank... EN Se My 120, J 108 


no slips in 2 entety program, _F. F. Bisel....F 120 
washing machine aids polio patients, 


Np eS Pea ie We cere Ap 124 
with prevention in mind, C. J. Ander- 
se a ee ee ae Ja 124 


See also Building Maintenance 
Plasma: See Blood and Blood Therapy 
Pliske, Edward C., Estrogenie hormone....Ap 104 





Poland, Gretchen, Menus for February 
EE eR il eer tee ene Ja 118 
Poliomyelitis, how Buffalo fought ‘ ‘polio,”’ 

OS Ae ee noc ee ace ine Ja 85 
polio virus in creek water.........................-- J 94 
washing machine aids polio patients, 

eS a | roe Ap 124 

Pollak, M., General hospitals join fight to 

efadicate tuberculosis... Ap 75 

Postwar Planning, gratitude (Ed.). Ja 41 
will our dreams come true? (Ed.)............ Ja 41 


See also Designs and Plans 
Practical Nurses: See Nursing and Nurses 


Pratt Diagnostic Hospital, Joseph H., 
Boston, clinic care at semiprivate 
oS ae, | ene er eee Ap 78 

Prentice, Daisy, Teaching infant care to 
eek nS ee ree eer Rom VT -F 62 
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Prepayment Plans, A.M.A. establishes 
agency to coordinate voluntary medi- 
cal prepayment plans._____................- Mr 

Blue Cross goes to towns, H. P. Redd....F 
everybody needs protection of hospital 
insurance Ap 
it’s their Blue Cross, J. E. Stuart............ Ja 
Michigan hospitals to offer home-town 
care for veterans 
no answer (Ed.) My 
planning committee advances cause of 
rural health, H. C. Filley................... My 
should America have compulsory health 
insurance, A. J. Altmeyer and J. R. 
Mannix.. SRE ENDS! | 
sidestep (Ed.) F 
Social Security report recommends ex- 
tension of coverage, health insurance..F 
See also Blue Cross Plans 

Preston, George H., Ten steps toward bet- 
ter care for psychiatric patients.......... Mr 

Preventive Medicine: See Public Health 

Psychiatric Hospitals, mediocrity is charge 
against, M. Lozoff and M: M. Lozoff..Ap 

Psychiatry, Christianity and democracy, 
parallel roads to help for mentally ill, 
K. R. Eissler........ Ja 

efficiency and economy should deter- 




















mine nursing needs, E. M. Gombert....Ja 
movies by prescription only....................-- F 
multiphasic personality inventory, S. R. 

Hathaway Ap 





psychiatric hospital plays part in public 
health, R. H. Felix. F 

standards for psychiatric hospitals and 
out-patient clinics, M. A. Tarumianz 








ten steps toward better care, G. H. 
MIAN Sc 52 ooh ee Sore I AS Mr 

Public Health, “education while they wait, 
E. M. Ferber 
pattern for complete service, J. J. Golub 











soot lieegoces Ap 
reorganizing Ecuador's hospitals, H. J. 
| epee ae eee RN DE Ap 
they pool their resources for community 
health, E. Standing............................ My 
Public Relations, advance notice of birth- 
days 
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columnist does his bit 





come to fair! R. P. Sloan... “My 

community will benefit from hospital 
council, A. C. Seawell.......2...00..00......... Mr 

council buys newspaper space... .F 


courtesy smooths path, G. L. Davis... Mr 
education while they wait, E. M. 

















Ferber ....Ap 
fewer scandals expected......0..00.22.0000.....- My 
flower mixup makes friend, L. R. Wilson 

ie Ee A ee p 
have you $480 idea?... dete oe 

-high labor turnover (S. H. Q. “a Bee Mr 
eT TL (a ea J 
it works both ways (Ed.).......0.00000000....... Ja 
lady with lamp and purpose.................. My 
let’s make friends with funeral direc- 

Wore): W. AL Haeker 2s coc My 
national hospital day (Ed.) .... My 
MNOOGS OF MAOTER goog oon ccenc ated J 
patients have their innings....................../ An 
publicizing hospital needs... Mr 
rates are visible......000000 200. Ja 
“target for next month’’............. ee 
they will visit sick... My 
third birthday.. ec se ee Ree J 
what do you give volunteers? as Mr 


you'll be glad to know TPA... Ap 
Purchasing, announce permanent pro- 
cedure for purchase of surplus prop- 
erty Mr 
Dean explains procedure for obtaining 
reduced prices on surplus property....Ja 
food prospects for 1946, J. P. Cavin and 
M. C. Burk F 
Modern Hospital survey reveals supply 
outlook for important hospital goods 











Aes er My 

outlook on supplies (Ed.).....0.2...0000002-0.... F 
public health representatives to aid in 

purchase of surplus property................ F 

remains impersonal (S.H.F.).................... Ja 


surplus medical and surgical supplies 
offered at fixed prices........... 
when can we look for linens?__......-..... F 





Odes Hospital, Honolulu, T. H., 


department heads have their own 
ideas, A. L. Y. Ward..........................Mr 
li a he 
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Roentgen’s work.... Mr 108 
Rankin, John W., Doors to administration 

are all too narrow.. Ja 75 
Recipes: See Food and Food Service 
Recreation, Red Cross recreation service, 

M. A. Maxim and L. F. Stolz.............. Mr 75 

some play with her work makes Jill 

better nurse, J. E. Moore.................... Ap 69 
Red Cross, off-key note (Ed.)................... My 42 

recreation service, M. A. Maxim and 

L. F. Stolz Mr 75 
Redd, H. Proctor, Blue Cross goes to 89 

towns. 

Reese Hospital, Michael, Chicago, demo- 
cratic designing Ja 4 
library is added lure J 8 

Refrigeration, centralized v. decentralized 
systems, E. W. Jones....................----- Mr 120 
eliminating icebox odors (S.H.Q.)............. Ja 39 

let’s get rid of ice nuisance, L. Axel- 

NNN ok occ a ace epee enn cdeduaencedmece My 120, J 108 
Rehabilitation and Reconditioning, re- 

habilitation is good investment, 

V. H. Vogel Ap 90 

rose is rose Mr 4 
Religion, prayer of appreciation, Bishop T. 

Lowe My 85 
Research, attention, antivivisectionists...Ap 4 
Reynolds, M. K., Washing machine aids 

polio patients.. Ap 124 
Ries, Howard Cuyler, We need Blue Cross 

gis Ap 96 
Riley, William A., Two beds add up to 

many problems..................-----:--0--00--0+ My 55 
Roberts, Josie M., Operating nursing 

school when Cadet Corps closes........... FF 672 
Roberts, Kingsley, ‘‘Almost, open’”’ staff 

with close control 79 
Royal Melbourne Hospital, Melbourne, 

Australia, contemporary planning 

down tnder, A. G. Stephenson.............. J 44 
Rudig, D. M.: See Danforth, T. F., jt. 

auth. 

Rural Medical Care, action now toward 

better rural health, F. D. Mott.......... Ap 88& 

health center: designed for rural needs, 

J. R. McGibony.. My 57 

planning committee advances cause of 

rural health, H. C. Filley.....22.. My 56 

See also Small Hospitals 
a danger in syringes.............2222000...2-... J 98 
don’t add injury to insult of disease, 

J.-F. Crane 66 

no slips in safety program, F. F. Bisel....F 120 
precautions in surgery suite (S.H.Q.)...Ja 39 
St. Barnabas Hospital, keeping those 

volunteers Ja 4 
St. Francis Hospital, Peoria, Ill., general 

hospitals join fight to eradicate tuber- 

culosis, M. Pollak.: .Ap 75 
St. Luke’s Hospital, Marquette, Mich., 

washing machine aids polio patients, 
My TE. Reynolds... q..<...3. <c.cecccccssccacdscwod Ap 124 
St. Luke’s Hospital, New York City, keep- 
ing those volunteers.........0000.22.02000000.--- Ja 4 
St. Mary’s Hospital, yleoieninaes Pa., 
third birthday... Ce ae 
Salaries, are going up ‘S. H. F.)... ict Sa 
pathologist’s percentage (S. H. Q. i. Le Psion 5 Ja 39 
wages and hours, D. A. Hehmann...........J 59 
See also Personnel Administration 

Seawell, A. C., Community will benefit 

from hospital council... Mr 90 
Shadyside Hospital, Pittsburgh, prepared 

to meet disaster...........02200..ee eee My 64 
Shaffer, Marshall, Two beds add up to 

WORRY, WPODIBINE o-oo os cc cscse acco My 55 
Sherman, Myrtle, Who will help chroni- 

2 OE | ae ee, cage ee Seem aed A 73 
Shircliffe, Arnold, Essential ingredients 

of good cookery J 100 
Sloan, Raymond P., Come to fair!............ My 45 

Scanning new horisona J 86 
Small Hospitals, collections do them credit 

POS ih OME EET DETR Ap 81 

collector’s shop benefits small community 

hospital, E. K. Longley.....000220002 0... F 73 

forty beds—expansion to 60.................... Mr 49 
health center: designed for rural needs, 

SO Tt ee Mr 57 

hospital veterans — welcome home! 

(S.H.F.) Mr 82 

how to bring benefits of physical medi- 

cine to small town, J. S. Coulter and 

H. A. Carter... 64 

it’s time to take stock of small hospitals, 

A. Dunks 70 

problems in pathology, K. E. Landé and 
C. J. Cotter ..Mr 100 





SMALL HospirTa.s (cont.) 
salaries are going up (S.H.F.).. 
they will visit sick (S.H.F.)_...0000.00.... 

Smith, Carl H., See: Koteen, Phyllis a. 

















jt. auth. 
Smith, Christian, Flying ambulance serves 
patients of prairie.. 5°73 
Smyers, Bertha M., Soft diets made appe- 
tizing Mr 114 
Snow, William Benham, Physical and 
occupational therapy...............2-2.-.--------- J 65 
Social Security, Altmeyer calls for disabil- 
ity benefits in Social Security.____.... Mr 93 
See also Blue Cross Plans; Prepayment 
Plans 
Social Service, need for (S.H.Q.)._.........-...-- Ap 39 
Soroka, Max: See Barach, Alvan L., jt. 
auth. 
Soskin, Samuel, Physician, educate thy- 
self F 55 
Staff, careful selection stops ‘staff 
troubles,” F. T. Hill Ja 96 
for better staff meetings (S.H.Q.)........Mr 39 


objective method of rating house officers, 

L. J. Wade and M.A. Stock..............My 85 
question of month.. Mr 98 
to make meetings interesting (S.H.Q.)..My 39 
See also Medical Staff; Nursing and 

Nurses; Personnel Administration 

Standards, A.C.S. approves 3181 hospitals.F 93 
but what about maximum? F. King.....Ap 50 
for psychiatric hospitals and out-patient 











clinics, M. A. Tarumianz J. 7 
standardized technics serve patient best, 

J. C. Doane...... Ja 81 
Standing, Ellen, They pool their resources 

for community health... My 92 
Statistics, treatment of tuberculous in 





New Jersey sanatoriums, E. J. 
Frankel My 79 
Stearns Hospital, Paulina, Ludington, 


Mich., collector’s shop benefits small 
community hospital, E. K. Longley....F 73 
Stephens, Graham F., Civilian hospitals 





look fine F 60 
Stephenson, A. G., Contemporary planning 
down under J 44 





Sterilization, bactericidal lamps (S.H.Q.)..Ja 39 
isopropy! alcohol as disinfectant, W. R. 

Straughn J 90 

value of mattress sterilizer (S.H.Q.)...Ap 39 








Stock, Mildred Anderson: See Wade, 
Leo J., jt. auth. 
Stolz, Louise F.: See Maxim, Marion A., 
jt. auth. 
Straughn, William R., Isopropyl] alcohol as 
disinfectant J 90 
Streptomycin: See Medicine and Phar- 
macy 


Stuart, James E., It’s their Blue Cross.....Ja 53 

Sulfa Drugs: See Medicine and Pharmacy 

Supplies, Modern Hospital survey reveals 
supply outlook for Aaraelanieseie hospital 

goods... =) My 129 
outlook on » (Ed. 2 eee F 42 
See also What’s New for Hospitals 

Surgery, early to rise after major surgery, 

A. B. McGraw. J 682 
TPG ih WUC UR as sesh Ja 110 
precautions in surgery suite -slesenaanasy * 39 
when needle breaks, E. Hayt.... Ja 55 

Surveys, get out of manger! (Ed. ‘ sidsactiieea a “A 
Modern Hospital survey reveals supply 
outlook for important hospital goods 

A ee Se SE. My 129 

















5 orn Moir P., How Buffalo fought 
SIMI osc ee tg Ja 84 
Tarumianz, M. A., Standards for psychi- 
atric hospitals and out-patient clinics...J 75 
Taylor, Keith O., Methods of measuring 
quality of nursing care..Ap 52, My 59, J 62 
Technicians, duties of (S.H.Q.)_..0002 0... F 39 
how to bring benefits of physical, medi- 
cine to small town, J. S. Coulter and 


WE Pn Camas as ee F 64 
Thomas, Orpha May Huffman, When you 
enlarge recipés.............:.........---.....—..--. Ja 112 


Thomason, Mary, Menus for March 1946....F 118 
Toevs, Phyllis C., Menus for April 1946....Mr 118 
Townsend, Winfield A., Life is real — life 

is earnest My 82 
Training: See Education and Training 











Transfusions: See Blood and _ Blood 
Therapy 
Transportation, air ambulance has come to 
Te RRS Soe ER SST See oe Reh F 92 
flying ambulance serves patients of 
Ve OE) spe a en ne ome o J 
Trinity Hospital, Arcata, Calif., new 


Trinity hospital, Sister M. Bertrand...Ja 64 
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Trustees, are your figures based on facts? 
E. 
as I see trustees, V. A. Getting........... 
careful selection stops ‘‘staff troubles," 
F. T. Hill.. 
let’s look at record, ‘E. M. “Bluestone 
question of month 
scanning new horizons, R. P. Sloz an 
that trustees may learn (Ed.)_.. 
training, two-way street (S.H.F.) 
we need Blue Cross, H. C. Ries. 
Tuberculosis, bed rest in tubere wane 
py Oe ae 
general hospitals join fight, ™M. Pollak. re 
preventing occupational TB J 
treatment of tuberculous in New Jersey 
sanatoriums, E. J. Frankel................My 
victory in sight .-------- My 
Turnbull, J. J., Medical re records —viv a 
i, ee a RSE ee mater Se ae Ap 


By ine See Personnel Administration 
University of Illinois, hospitals, take note 
U.S. Marine Hospital, Carville, La a., , Sister rs 
See Bb NRE oo Es. | 
redbirding comes to Carville. ; My 


Ves Cleave, C. D., Embryonic induction 
._My 

Venereal Disea nase, , control, J. R. Heller Jr — Ja 

Veterans, Blue Cross plans need veteran 


members, T. Manley 
G.I. and hospital pharmacy, H. M. Bur- 
lage.. ~s 
handling under contract, ‘H. E. Brown... 
Mr 
hospitals may apply for tuition costs for 
physician-veterans............................--.. Mr 
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Ja 104 
3 53 
82 


94 


VETERANS (cont.) 
more states sign contracts for local care 
for veterans.__...... owe ..Mr 
on reemploying (Ss. H. Q. ‘eo ; _My 
outlook on interns and reside ents, i. C. 
Lueth._....... SE eS Sone ee I ony nr e Ja 
shame! (Ed.).__. = “Mr 
statewide contract for veterans e offe sete od 
by Michigan doctors.......... noe | 
“third party plan’’ for ve terans’ care 
approved by A.H.A. mid-year con- 
ference... e .Mr 
Veterans Administration, Bradle ny I re vit: al- 
izes medical department... rs F 
Michigan hospitals to offer. home- ow n 
care for veterans... hee F 
Hawley insists on “medically strates gic”’ 
placing of hospitals... ee nae 
sets its sights, sy Hawile- y be ar 
Truman signs bill establishing V. A. 
medicine and surgery department... 
unanimous (Ed.)... ee er a 
Veterans Administration F acility, “North- 
ampton, Mass., gods compete with 
man.. r 
Veterans Hospital, ‘Hines Ss, , Ii, ., rose is rose... Mr 
Visitors: See Public Relations 
Vogel, Victor H., Rehabilitation is good 
investment : 
Voluntary Hospitals, question of month....Ja 
voluntary hospital looks to future, 
i I a ee ee Mr 
Volunteers, back in business once more 
bread returns 
keeping those volunteers..........................J¢ 
life is real—life is earnest, 
Townsend 
rejuvenated ward.... 
volunteer activities 


39 


52 
41 


94 


94 
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what do you give volunteers?._... ..Mr 
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Wi aae, Leo J.,and Stock, Mildred Ander- 
son, Objective method of rating house 
officers........... .My 

Ward, A. L. Y., Department. heads” have 
their own ideas__ ee RE SS ..Mr 

Wards, rejuvenated ward... Rie 

Waste: See Economies 

Weed, Alfred, Ho, ‘ se DDT... Ja 

Wells, Shirley, Fo. t on foods: frozen 
and dehydrat. \symposium) 

Wendell, Lulu, If 1 am ever mentally ‘ill 
a ane Sern eee Say ..My 

Wentworth Hospital, Dover, N. H., warm 
welcome... Ja 

Wesley Memorial Hospital, ‘Chicago, Tom 
SOON TTORIONS co. ee Mr 

Westburgh, Edward M., Psychology ap- 
plied to selection of students... J 

What’s new for hospitals... 
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Ja 244, F 257, Mr 265, Ap 269, My 257, S 233 


Wheeler, E. Todd, Trends in planning: 
broader service—greater centraliza- 
OE ei em nae ad Mr 

Whitcomb, Mildred, Where do you stand 
on enrichment 

Whitton, Robert G., Courtesy privileges 
for Negro physicians..........................-. Mr 

Wilson, Lucius R., flower mixup makes 


Windham Community Memorial Hospital, 
Inc., Willimantic, Conn., ambulance 
| ERs Ap 

Wing, Frank E. , Clinic care at semiprivate 





Women’s Auxiliary: See Volunteers 


X. Ray, examinations — J.C. Doane 
problems (S.H.Q.)... : : 
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